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TOOLS 


GUARDS - DESCRIPTION 


1. GENERAL 


1.01 This section covers coded and noncoded 
Beil System guards. 


1.02 When this section is reissued, the reason for 
reissue will be listed in this paragraph. 


1.03 The information contained in this section 
supersedes the corresponding information 
in Sections 074-137-101 and 074-635-101. 


650A 


Guard. Replaces the D-178346 tool. For use on the 
KS-13882 perforators to cover the points of the 
static eliminator to protect the hands of the 
operator when making adjustments. 


KS-19128 Li MFR DISC 


GUARD, HOOK, SHAVE, B 


= 2-3/8 IN. — | 


1-3/8 IN. 


4~3/4 IN. 


Replaces shave hook guard AT-6893. For use on B 
shave hook AT-7151. (Specification AT-7151) 


GUARD, LAMP, PORTABLE, TYPE B, KS-7118 


HOOK {INCLUDES STRAP) SOCKET 


CAGE AND REFLECTOR ASSEMBLY 
12-1/6 IN. 


Consists of a kit of parts to be assembled in the 
field as a “trouble” light. Parts supplied are a 
soft rubber handle, fiber cage and reflector 
assembly, lamp socket, and fiber hook. When 
assembled to a suitable cable, the light is 
intended for general 120 Vac use. 


NOTICE 


Not for use or disclosure outside the 


Bell System except under written agreement 


Printed in U.S.A. 
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